What To Do With A 
Hot Water Heater Leaking So Bad 



Having a leaking water heater is not unusual at all 
but it is also not something that we experience 
every day. The fact is, after years of continuous 
use, your water heater will eventually show signs 
of deterioration or wearing out — just like any 
other appliance or machine you have at home. 
And though slow dripping or small leaks aren't so 
much of a trouble as compared to major flooding 
in your basement, you have to remember that 
exposure to water and moist can result to a lot of 
problems in your home. Here's a quick list to give you some ideas of 
what you're up against. 

Issues That Result To Water Heater Leaks 




1. Leaks can damage not only your very flooring but also its sub-floors 
and even your walls. 

2. Leaks increase your water bill charges. 

3. Leaks can cause electrocution and fire- 
related accidents once the water gets in 
touch with your electrical outlets, wires 
and appliances. 
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4. Leaks can destroy any appliance or 
furniture that will be exposed to the 
wetness and moisture for a long time. 




5. Leaks, when not attended to right away, 



can result to flooding. 

6. Leaks can promote the growth of mold and mildew because of the 
cold temperature and damp areas. These are hazards that can give your 
loved ones serious health issues especially when they have asthma or 
allergies. 

What To Do When Your Hot Water Heater Is Leaking 

As you have read, water heater leaks may not seem that serious at all in 
the beginning. However, they will provide a great deal of inconvenience 
sooner or later. Think about unwanted repair expenses, property 
damages and even health hazards. With that being said, a leaking water 
heater should be fixed ASAP. Here's what you have to do in case you 
experience such a problem at home. 

1. Check the wet areas on the floor. Wipe them out with a rag and 
observe if they'll come back. If they do come back fast, it means there's 
a leak somewhere in the unit. While waiting, inspect your water heater 
and try to find signs of dripping. Also check the plumbing lines as they 




are also prone to leaks. 



2. Once you've confirmed that you have 
a problematic water heater, turn its 
power supply off IMMEDIATELY. Also 
turn off the circuit breaker to ensure 
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that no one will get into any kind of electricity- 
related accident. If you have a gas hot water 
heater, turn the machine off but do not shut the 
gas valve off. 

3. Turn your water supply off to avoid skin burning. 
Don't let your loved ones especially your kids get 
near the water heater because the tank contains really hot water that 
can inflict burns in just a slight contact. 

4. Once you've done all these, you can continue troubleshooting the 
exact source of the leak or you can call your friendly plumber to fix the 
water heater for you. Here are some important areas where you should 
check in case you want to further troubleshoot. 

Possible Sources of Leaks In A Water Heater 

1. Cold and Hot Water Supply Inlet and Outlet Connections 

2. T & P or Temperature & Pressure Relief Valve 

3. Water Heater's Drain Valve 

4. Base of the Water Heater Tank 

We hope that these tips taught you what to do with a 
hot water heater leaking so bad. Should you need 
professional assistance with your heating system, 
simply call a licensed Miami plumber . Book a service 
schedule now by visiting Douglas Orr Plumbing 's 
website. 
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